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NODKRANDOM FOR THE HECORD 
25X1AGa1 sores? : 


ae This seuorandn contains & recoumeniation sulmitted for 
approval of the Director of Central Inteliigence, Such rec- 
ommmentetion is set forth in paragraph 5. 


 25X1A5a1 No. MEPMMEEEMED provides for studies and 
4 tevertigations in the fled of elastramgutie réiatien tn aa 
with Project GUSTO for the period 1 duly 1998 to HW «7 
Tune 1959. re 
—— 9 te - 
25X1A5a1 3. Contract vo. ME «121 t0s $200,000 ‘chargeable 
| to Pisonl Year 1959 CUBIC fimds. A total of $800,000 of Fisonl Year 
1959 GUETO funds has been ed for this contract to cover 
work coxtemplated thereunder the current fi year. 


the Obligation for Mecal Year 1959 GUSTO fimds has beem noted 
SNA SESS be reairtes Se Fae See eretebie te ee eee 


: kh. Gertiftestion of funds for this contract will be handled 
under the proecedure approved by the Director of Centrei Intel - 
sigeuse cris Deomibar L956, wateh in effect results in all 10 (b) 
expenses Involving issuance of Trossury Checks being accumilated 
ta a seperate account within the Finance Division. The anounts 
oy account will be  pabreonagge Fe scheduled for certification 
or te vouchers by the Director. ‘This procedure eliminates the 
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ation 
vaity for a separate certifieation of authority under Se 
1otb b} of Public flaw 110, Siet Congress, for each contract. 

5. of Contract fe 


Approved and execution 
‘hereof on behalf of the Agency Eas Contracting 25X1A5a 
Shftew ie recomendes. 25X1A9a 


@pesial Assistant to the Director 
fer Planning and Development 


25X1A9a_ gn 
Director of D and P, DPS 
Ho ammmt was budgeted but $1,000,000. 


ghown. operational requirement. 
mis Ses oe : to $900,000. by D/Pan 9/8/58 
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